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ART  METAL  LIGHTING  EQUIPMENT  PROVIDES 
ENGINEERED  ILLUMINATION  FOR  THE  HOME 


^  Natural  daylight  comes  from  above  .  .  . 
artificial  light  should  follow  this  same 
precept.  It  should  come  from  a  fixed  posi¬ 
tion  on  the  ceiling — using  this  expanse  as  a 
reflecting  area  to  shower  illumination 
properly  distributed  and  diffused  through¬ 
out  the  room. 

Further  advantages  of  overhead  light 
sources  are:  Convenience,  the  press  of  a 
switch  instantly  floods  the  entire  room 
with  abundant  light:  Safety,  no  dan¬ 
gerous  groping  to  turn  the  light  on  in 
a  dark  room. 


The  following  requisites  of  good  iUumi- 
nation  should  be  the  basis  of  consideration 
to  insure  the  best  in  home  lighting. 

A  strict  adherence  to  the  proven 
fundamentals  of  illumination  design, 
developed  through  laboratory  methods 
to  meet  the  requirements  of  the 
Science  of  Seeing. 

Character  and  refinement  of  design 
styling  and  the  beauty  of  finish. 

Simplicity  and  sturdiness  of  con¬ 
struction. 


UCMT 


The  Salient  Features  of  Art  Metal  Lighting  for  the  Home  are  Engi¬ 
neered  fllumination  Design,  Refined  Styling  and  Sturdy  Construction. 


APPROVED  BY  UNDERWRITERS'  LABORATORIES,  INC. 

All  equipment  listed  in  this  catalog  is  approved  by  the  Underwriters'  Laboratories,  Inc., 

and  is  labeled  as  evidence  thereof. 


IMPORTANT  NOTICE 


As  priorities  on  metals  and  other  ma¬ 
terials  are  being  placed  on  the  critical 
list  (such  as  tube  stems,  swivels,  castings, 
etc.)  The  Art  Metal  Company  reserves  the 
right  to  make  substitutions  as  become 


necessary,  without  notice,  when  present 
stocks  are  exhausted  and  future  supply  is 
curtailed.  In  this  manner  chain  pendants 
would  be  substituted  for  stem  pendants, 
strap  canopies  for  screw  collar  type,  etc 


THE  ART  METAL  COMPANY,  CLEVELAND,  OHIO 

MANUFACTURERS  OF  LIGHTING  EQUIPMENT 


No.  1966  151/2"  Dia.  30"  O.  A.  2  Lights  300W. 

Finish:  Ivory  and  Gold. 

Crystcd  Glass  Column,  Luminous  Louvres,  Decorated 
White  and  Crystal  Pebbled  Glass  Convex  Dish,  Sec¬ 
tional  Stem  Pendant. 


No.  2582  14"  Dia.  36"  O.  A.  1-200W. 

Metal  Shade:  White  Inside. 

Reflector:  9"  I.  E.  S.  Textolite. 

Finish:  Ivory  and  Gold — Shade  Antique  Ivory  or  Red. 
Crystal  Glass  Trim. 


No.  1967  151/2"  Dia.  12"  O.A.  2  Lights  300W. 

Finish:  Ivory  and  Gold. 

Luminous  Louvres,  Decorated  White  and  Crystal 
Pebbled  Gloss  Convex  Dish.  Crystal  Glass  Column. 


No.  1493 

91/4"  Dia.  Ex.  4%"  SYs"  O.A.  60W. 
Finish:  Ivory  and  Gold. 

Luminous  Louvres,  Opal  Glass 
Bottom. 


No.  1916  153/4"  Dia.  36"  O.  A.  2  Lights  30nW 

Finish:  Ivory  and  Gold. 

Crystal  Column,  Satin  Glass  Panels.  White  and 
Crystal  Glass  Bottom. 
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No.  2496  16"  Dia.  36"  O.  A.  3  Lights  180W. 

Finish:  Ivory  and  Gold. 

Ivory  Iridescent  Embossed  Glass  Bowl — Crystal  Glass 
Column  Trim. 


No.  2494  16"  Dia.  36"  O.A.  2  Lights  300W 

Finish:  Ivory  and  Gold. 

Glass:  White  and  Crystal  Bottom — Crystal  Column. 


No.  2586  153/4"  Dia.  36"  O.  A.  1-200W. 

Finish:  Ivory  and  Gold. 

Textolite  Bowl  with  Embossed  Decoration.  Crystal 
Glass  Trim. 


No.  1969  15>/2"  Dia.  36"  O.  A.  2  Lights  200W. 

Finish:  Ivory  and  Gold. 

Luminous  Bowl,  Etched  Glass  Bottom  Plate,  Crystal 
Glass  Column. 
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No.  2510  151/2"  Dia.  36"  O.  A.  1-200W. 

Finish;  Ivory  and  Gold. 

Luminous  Bowl,  Etched  Glass  Bottom  Plate,  Crystal 
Glass  Trim. 


No.  2589  151/2"  Dia.  IO1/2"  O.  A.  1-200W. 

Finish:  Ivory  and  Gold. 

Luminous  Bowl,  Etched  Glass  Bottom  Plate. 


No.  2577  111/2"  Dia.  5"  O.  A.  2  Lights  120W. 

Finish:  Ivory. 

Embossed  Decorated  Glass — Two-tone 
Beige  Striped. 


No.  1771  13"  Dia.  24"  O.  A.  150W. 

Finish:  Ivory  and  Gold 

Opal  Glass  Bottom  Plate.  Luminous 
Bowl. 


No.  1014 

121/2"  Dia.  30"  O.A.  1-Lt.  100  watts 

Finish:  Ivory  and  Gold — Metal  Shade 
Antique  Ivory  or  Red. 

6"  Plastic  Bowl  with  Embossed  Decora¬ 
tion.  Metal  Shade  White  Inside. 


No.  1881  12"  Dia.  24"  O.  A.  150W. 

Finish:  Ivory  and  Gold. 

Textolite  Bowl  with  Embossed 
Decoration. 
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No.  2580 

12"  Dia.  30"  O.  A.  1-150W. 
Finish:  Ivory  and  Gold. 

Decorative  White  Glass  Bottom  Plate — 
Crystal  Trim,  Luminous  Bowl. 


No.  2574  12"  Dia.  30"  O.  A.  2  Lights 
120W. 

Finish:  Ivory  and  Gold. 

Glass:  Embossed  Decoration  Two-tone 
Cameo  with  Crystal  Edge.  Crystal 
Glass  Column  Trim. 


No.  1910  12"  Dia.  24"  O.  A.  150W. 

Finish:  Ivory  and  Gold. 

White  Glass  Bottom. 


No.  2581  12"  Dia.  10"  O.  A.  1-lOOW. 

Finish:  Ivory  and  Gold. 

Glass:  Decorative  White  Bottom  Plate, 
Luminous  Bowl. 


No.  1909  12"  Dia.  111/2"  O.  A.  150W. 
Finish:  Ivory  and  Gold. 

White  Glass  Bottom,  Crystal  Glass 
Ball. 


No.  2575  12"  Dia.  10"  O.  A.  2  Lights 

120W. 

Finish:  Ivory  and  Gold. 

Glass:  Embossed  Decoration  Two-tone 
Cameo  with  Crystal  Edge.  Crystal 
Glass  Trim. 


No.  1845  10%"  Dia.  10"  O.  A.  lOOW. 
Finish:  Ivory  and  Gold. 

Star  Design  Crystal  Glass  Bottom. 


No.  1797  11"  Dia.  10"  O.  A.  150W. 

Finish:  Ivory  and  Gold. 

Sun  Gold  Glass  Bottom. 


No.  2599 

6>/2"  Dia.  9"  O.  A.  1-75W. 
Finish:  Ivory  and  Gold. 

Glass:  Crystal,  Sheffield  Design. 
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No.  1010 


]2"  Dia.  11"  O.A.  100  watts 
FINISH;  Ivory 

Decorative  Glass  Bowl  in  Whitetone. 


No.  2587  9"  Dia.  9"  O.  A.  1-lOOW. 

Finish:  Ivory. 

Textolite  Bowl  with  Embossed  Decora¬ 
tion. 


No.  2600  6"  Dia.  lO'A"  O.  A.  1-75W. 
Finish:  Ivory. 

Plastic  Bowl  with  Embossed  Decora¬ 
tion. 


No.  1844  103/4"  Dia.  10"  O.A.  lOOW. 
Finish:  Ivory  and  Gold. 

Translucent  Plastic  Bottom  Plate. 


No.  1829A  12"  Dia.  10"  O.  A.  150W. 
Finish:  Ivory  and  Gold. 

Textolite  Bowl  with  Embossed 
Decoration. 


No.  1895  7"  Dia.  8I/2"  O.  A.  lOOW. 

Finish:  Ivory. 

White  Glass  Bowl. 


No.  1982  10"  Dia.  10"  O.  A.  150W. 

Finish:  Ivory  and  Gold. 

Glass  Bowl,  Rosetint,  Green,  Orchid  or 
Honey  with  Crystal  Bottom. 


No.1742  &V2“  Dia.  8W  O.  A.  lOOW. 
Finish:  Ivory  and  Gold. 

Metal  Shade. 


No.  206  Canopy  Dia.  6'/4"  Depth  7Vi" 

Standard  Finish:  Ivory. 

White  Glass  Ball  6"  x  3V4". 


The  Art  Metal  Co. 
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No.  1981  13V2''  Dia.  12"  O.  A.  150W. 

Finishes:  Chromtint,  Durocreme. 

Crystal  Glass  Lenslike  Bottom. 


No.lOO  Canopy  Dia.  5",  Fitter  2V4". 
Finish:  Statuary  Bronze,  Pewter,  Pol. 
Chrome. 

6"  White  Opal  Gloss  Shade — Open 
Bottom. 


No.  1715  13"  Dia.  12"  O.A.  150W. 

Finishes:  Chromtint,  Durocreme. 

White  Glass  Bottom,  Luminous  Bowl. 


No. 

Dia. 

Depth 

Lamps 

1738 

8 1/2" 

31/2" 

2-  40W 

1739 

101/2" 

41/4" 

2-lOOW 

1808 

121/2" 

41/2" 

2-lOOW 

1809 

141/2" 

5" 

3-lOOW 

Finish:  Band  Polished  Chromtint. 


White  Opal  Glass. 


No.  1024 

With  Convenience  Outlet 
Extends  5" 

Wallplate  3^2x5" 

Turn  switch  control 
Finish:  Chromium 
Lined  white  glass  shade 


No.  1911  Glass  11"  x  3%"  Backplate  5"  Dia. 

Ex.  5"  Overall  5"  2-40W. 


With  Convenience  Outlet. 
Finish:  Chromium. 

White  Glass. 


No.  211  Canopy  Dia.  S'/z"  Depth  3" 
Standard  Finish:  White  Enamel — Statu¬ 
ary  Bronze. 

Wired  complete  with  straps,  screws,  and 
knurled  nuts. 


No.  2595  Vaporproof 
Shower  Unit. 

Ceiling  Dia.  4%". 
Overall  5-5/16". 

1-60W. 

White  Porcelain.  Screw 
Type  Fitter  —  Keyless 
Only. 


No. 

Dia. 

Depth 

Lamps 

2603 

6 1/2" 

41/2" 

1-60W 

2604 

8 1/2" 

5" 

2-60W 

2605 

101/2” 

51/2" 

2-lOOW 

Finish: 

Glass: 

White. 

White  with 

Crystal 

Bottom 

Louvres. 


No.  2596  Extends  7V2"  Overall  6" 
Backplate  3  V2"  X  5"  1-60W. 

With  Convenience  Outlet. 

Finish:  Chromium. 

Glass:  White  with  Crystal  Concentric 
Ring  Bottom. 
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RECESSED  LIGHTING 


DROPPED  GLASS  TYPE 

Cat.  No.  Face  Dia.  Insert  Dia.  Insert  Depth  Watts 

2548  83/4"  71/2"  5/2"  100 

Finish:  Face  trim — Polished  Chrome  Tint. 

Glass:  Refracting  crystal. 

Insert  Housing:  Black. 

Interior:  Aluminized. 

Parabolic  Reflector.  Polished. 

Furnished  with  31/4"  outlet  box  attached. 

Front  screws  on. 


CONCENTRIC  METAL  LOUVRE  TYPE 

Cat.  No.  Face  Dia.  Insert  Dia.  Insert  Depth  Watts 

1925L  83/4"  71/2"  71/2"  100 

Metal  Louvres. 

Finish:  Face  trim — Polished  Chrome  Tint. 

Insert  Housing:  Black. 

Interior:  Aluminized. 

Furnished  with  SVi"  outlet  box  attached. 

Front  screws  on. 


ROUND  INSERT  UTILITY 


Cat.  No.  Face  Size  Insert  Size  Insert  Depth  Lts. 

1502  11"  Dia.  9/2"  Dia.  5"  2-60W 

Finish:  Face  trim — Satin  Nickel. 

Front  screws  on. 

Glass:  Luxlite. 


FLUSH  GLASS  TYPE 

Cat.  No.  Face  Dia.  Insert  Dia.  Insert  Depth  Watts 

1925  83/4"  71/2"  71/2"  100 

Finish:  Face  trim — Polished  Chrome  Tint. 

Glass:  Luxlite. 

Insert  Housing:  Black. 

Interior:  Aluminized. 

Parabolic  Reflector.  Polished. 

Furnished  with  31/4"  outlet  box  attached. 

Front  screws  on. 


ARCHITECTURAL  SQUARE  INSERT 


No. 

Lamp 

Plate  Size 

Face  Plate 

657 

300W 

12" 

153/4"x153/4' 

678 

150W 

8" 

113/4"x113/4" 

Standard  Finish: 

Satin  Aluminum. 

Reflector:  Specular. 
Architectural  Glass  Plate. 
Hinged  Bottom  Door. 


Insert  Size 
103/4"xl33/4"x7y4" 
10i/4"x10V4"x5" 


SQUARE  INSERT  UTILITY 

Cat.  No.  Face  Size  Insert  Size  Insert  Depth  Lts. 

1506  123/4"  Sq.  lli/4"Sq.  SVz"  2-lOOW 

Finish:  Face  trim — Satin  Nickel. 

Hinged  front. 

Glass:  Luxlite. 


The  Art  Metal  Co. 
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No.  1029 


Extends  8V'2"-10V2''  O.A.  60  watts 
FINISH:  Outdoor  Black 

Crystal  moss  glass  panels. 


POST  LANTERN 

No.  2598  81/2"  Sq.  I51/2"  O.  A. 

for  3"  Post  or  21/2"  Conduit  1-1  SOW. 
Finish:  Outdoor  Black. 

Glass:  Clear. 


No.  1030 

Width  7"  91/2"  O.A.  60  watts 
FINISH:  Outdoor  Black 
Crystal  moss  glass  panels. 


SCROLL  BRACKET 

No.  2597  8"  Sq.  9"  O.  A.  24"  Spread  O.  A. 

Finish:  Outdoor  Black. 

Glass:  Clear — Bottom  open  for  Relamping. 


No.  1753 

Extends  JVi"  Backplate  4Ve" 
Overall  8%"  60W. 

Finish:  Outdoor  Black. 

Crystal  Glass  Cylinder. 


No.  1028 

9"  Square  31/2”  Deep  2-Lt.  2-40  watts 
Finish:  Outdoor  Black. 

Crystal  moss  glass  panels. 


No.  2403  4%"  Dia.  Backplate,  Ex.  7" 

6"  Dia.  Body  60W. 

Finish:  Outdoor  Black. 

Clear  Glass  Globe. 


1-lOOW. 


4%"  Dia.  Canopy,  9V2"  O.A.  60W 
Finish:  Outdoor  Black. 

Crystal  Glass  Cylinder. 


No.  1031— GARAGE  LIGHT 

Extends  15"  100  watts 

IOV2"  reflector,  white  inside. 
Finish:  Outdoor  Black 
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ADAPTALIER  "EYE  CONSERVERS" 

The  lighting  fixtures  that  screw  into  existing  light  sockets  like  a  light  bulb. 


No.  572A  15"  Dia.  11"  O.  A.  150W. 

Finish:  Ivory  and  Gold. 

Decorative  white  qiass  bottom;  crystal  glass  stars 
on  bowl. 


No.  575A  10"  Dia.  11"0.  A.  lOOW. 

Finish:  Fixture  Ivory:  Glass  Rosetint, 
Green  or  Honeyglo. 

Embossed  glass  bowl  with  clear  crystal 
bottom. 


No.  574A  15"  Dia.  10"  O.  A.  150W. 

Finish:  Ivory  and  Gold. 

Luminous  metal  bowl,  decorative  white  glass 
bottom. 


No.  510A  12"Dia.  IF'O.A.  lOOW. 

Finish:  Ivory. 

Decorative  fluted  white  glass  bowl. 


No.  557A  12"  Dia.  10"  O.  A.  1-150W. 

Finish:  Ivory. 

Textolite  Bowl  with  Embossed  Decora¬ 
tion. 


No.  851A  5V2"  Dia.  41/2"  O.  A. 

Finish:  Ivory. 

Wired  ready  to  install  with  strop 
screws  and  knurled  nuts.  (Knockout 
for  canopy  switch  provided.) 


Illustration 
shows  existing 
fixture  in  place. 


Illustrating  the  sample  method  of  obtaining  Better 
Lighting  with  ADAPTALIER  "EYE-CONSERVERS." 


REFLECTOLITE 

Bench  or  Auxiliary  Unit 

No.  511A  IOV2"  Dia.  63/4"  O.  A.  lOOW. 
Finish:  Green. 

Reflecting  Surface:  White  Enamel  88%  R.  F. 


No.  503A  ll'/2"Dia.  10"  O.  A.  lOOW. 
Finish:  Ivory  and  Gold. 

Luminous  metal  bowl  with  white  glass 
bottom. 


No.  2588  9"  Dia.  9"  O.  A.  1-lOOW. 
F’nish:  Ivory. 

Textolite  Bowl  with  Embossed  Decora¬ 
tion. 


4"  FITTER  ADAPTOR 

No.  514A  51/2"  Dia.  4"  O.  A. 
Will  convert  ordinary  sockets  to  re¬ 
ceive  4"  fitter  glassware. 
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